Dialog Regarding a Moscow Museum 


How far would you go 

to see Rasputin's penis? 
They say the mad monk 
was turly hung. 


I wouldn't go across the street 
to see his or any other good- 
dman man's penis. 


You're drunk. 


Yeah? Well I aint stupid. 


